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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

047848 

R 041500Z JUN 75 
FM AMEMBASSY MOSCOW 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 848 

UNCLAS MOSCOW 7709 

E.O. 11652: N/A 
TAGS: BEXP.UR 

SUBJECT: INTERORGTECHNIKA 75 (1-75) 

USDOC FOR BEWT/TPD ROBB/SLIWICKI AND BIC/OIM BROWNE 

1. DEPUTY DIRECTOR COMMERCIAL OFFICE MET WITH USSR CHAMBER OF 
COMMERCE AND INDUSTRY OFFICIALS, V.M. CHERNYSHEV, DEPUTY 
CHIEF OF EXHIBITS SECTION, AND D.S. BARSEGOV, CONSULTANT, ON 
JUNE 3 TO DISCUSS PRELIMINARY DESIGN CONCEPT 1-75. MR. V. BURNSTEIN, 
CHIEF ENGINEER, WAS NOT PRESENT. NO EXPLANATION OF ABSENCE WAS 
GIVEN. 

2. NEITHER CHERNYSHEV NOR BARSEGOV ABLE TO GIVE UNQUALIFIED 
ANSWER REGARDING DESIGN LAY-OUT, BUT DEPUTY DIRECTOR FEELS THAT 
PLAN HAS BEEN ACCEPTED PROVIDING FIRE MARSHAL CONCURS. DEFINITE 
ANSWER FROM CHAMBER BY JUNE 6. 

3. FOLLWOING RESPONSE TO QUESTONS RAISED IN BROWNE'S LEETER: 

A. CONSTRUCTION CONTRACTOR CAN MOVE INTO BUILDING NO. 5 ON 
AUGUST 8. CHAMBER WILL ADVISE ADDITIONAL COST. 

B. THERE ARE TOTAL OF FOUR/4/ FIRE BOXES IN USA AREA. BOXES 

IN LOUNGE MAY BE DRAPED WITH CURTAINS PROVIDING MATERIAL USED 
IS FIRE PROOFED. 

C. THREE FLAG POLES WILL BE MADE AVAILABLE TO USA. WILL ADVISE 
SIZE, LOCATION AND COST. 

D. EXTERIOR ELEVATION OBTAINED AND WILL BE POUCHED TO USDOC, 
ATTN: BROWNE. 

E. TUBULAR SIGNS 3M X 3 M COST RUBLES 260 EACH. MINIMUM OF TWO 
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750 US DOLLARS? IF WE USE, CHAMBER SUGGESTS BOTH READ "USA" 

ONE IN LATIN LETTERING AND ONE IN CYRILLIC (I.E. SSHA). 

F. SPACE NEAR MAIN ENTRANCE DOES NOT GO UNDER STAIRS. DISTANCE 
FROM FRONT WALL NOT QUITE 24 METERS. 

4. AS PREVIOUSLY ADVISED, WE WILL NOT BE ABLE TO PHYSICALLY 
INSPECT FLOOR IN BUILDING UNTIL SVYAZ 75 COMPLETELY DISMANTALED. 
PLAN TO INSPECT WEEK JUNE 9. 

5. SITE MAP OF SOKOLNIKI PARK IN CORRECT. ALL GATES SHOWN 
WILL BE OPEN FOR 1-75. SUGGEST OIM DESIGN LEAVE BUILDING NO. 4 
AS SHOWN. CHAMBER PLANS TO REBUILD IN SAME CONFIGURATION AS 
PRE-POLYMERY FIRE. 

6. ADVISE IF ADDITIONAL POINTS NEED TO BE RAISED WITH CHAMBER 
RE DESIGN. 

STOESSEL 
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